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11054 
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EQUIPMENT LIST CC 


Effective: June 16, 1958 
Supersedes: November 8, 1957 


Revision: — B 


SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


NOMENCLATURE 
Generator, Square-Wave, 
HEWLETT-PACKARD No. 211A 


Voltmeter, Vacuum Tube, 
HEWLETT-PACKARD No. 410B 


Voltmeter, Vacuum Tube, 
HEWLETT-PACKARD No. 4OOD 


Receiver, Test, Jumper Plug 
Per R-W Dwg. No. 50241393 


Meter, Frequency, Type TS-186/UP 


Voltmeter, Multi-Meter, 
SIMPSON No. 260 


Power Supply, DRESSEN- 
BARNES No. D5-200C 


Oscilloscope, TEKTRONIX 
Type 531 


Oscilloscope, TEKTRONIX 
Type 535 


Preamplifier, Plug-In 
TEKTRONIX No. 53/54c 


Preamplifier, Plug-In 
TEKTRONIX No. 53/54B 


Probe, Oscilloscope, 
TEKTRONIX No. P51LOA 


Tube, TEKTRONIX 
No. T51P2A 


Scopemobile, TEKTRONIX 
No. 500 


ESTIMATED NO.OF ESTIMATED 
UNIT COST UNITS AMOUNT 
265.00 a $ 265.00 
245.00 Z, 245.00 
225.00 1 225.00 
25.00 1 25.00 
1,000.00 i 1,000.00 
43.95 if 175-80 
625.00 3 1,875.00 
995.00 1 995.00 
1,300.00 1 1,300.00 
275.00 i 275.00 
125.00 1 125.00 
8.50 3 25.50 
90.00 1 90.00 
97-50 2 195 -00 


CIA-RDP81B00878R000200070010-7 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200070010-7 


Effective: 


June _16, 1958 


Supersedes: November 8, 1957 
Revision: B 


EQUIPMENT LIST CC 


SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
15 11101 Indicator, Force, 

HUNTER Model No. L-10 62.00 3 62.00 
16 11125 Micrometer, 0”-1" 

STARRETT Model No. 

1230RL W/Case 27.00 1 27.00 
17 11066 Micrometer, 1"-2" 

STARRETT Model No. 

1212RL W/Case 31.00 1 31.00 
18 11084 Indicator, Dial Test, 

STARRETT - UNIVERSAL 

Model No. 196-A 24.00 a. 24.00 
19 11072 Parallels, Adjustable, 

STARRETT Model No. 154-B 3.50 1 3.50 
20 11114 Parallels, Adjustable, 

STARRETT Model No. 154¢ 3.55 ug 3.55 
21 11108 Parallels, Adjustable, 

STARRETT Model No. 154-D 4.10 i. 4.10 
22 11120 Clamp, "6" 0 <2" ~50 if 2.00 
23 NL NRL Wobbulator, S/N R16ARC- 

16165 (Aircraft Radio Corp.) 1 (*) GFE 
eu 11913 Receiver, Adapter, Test, 

Per R-W Dwg. No. 50240625 140.00 el 140.00 
25 11616 Test Fixture, Programmer, 

9-1, 9-2, 9-3 Boards, per 

R-W Dwg. No. 50240664 500.00 1 500.00 
26 11399 Bridle Assembly, Hoist, 

Per R-W Dwg. No. SkK24-04-89 160.00 L 160.00 
27 61118 Adapter, Coaxial, BNC Female 

to C Male, UG-636/U 3.13 3 9-39 
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61193 


61109 


Effective: 


Supersedes: November 8, 1957 


Revision: 


EQUIPMENT LIST CC 


SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


ESTIMATED NO. OF EST 


June 16, 1958 


B 


TMATED 


NOMENCLATURE UNIT COST UNITS AMO 


Adapter, Coaxial, BNC Male 


to UHF Female, UG-255/U $- 1.98 3 $ 
Adapter, Coaxial, BNC Female | 

to UHF Male, UG-273/U 1.29 3 
Adapter, Coaxial, BNC "T" 

2 Female, 1 Male, UG-274A/U 2.74 3 
Adapter, Coaxial, BNC Male 

to BNC Male, UG-491A/U 2.61 3 
Adapter, Coaxial, BNC Female 

to BNC Female, UG-914/u 3.10 3 
Adapter, Coaxial, C Male to 

C Male, UG-642/U 24h 3 
Adapter, Coaxial, C Female 

to C Female, UG-643/U 2.58 3 
Adapter, Coaxial, C Female to BNC 

Male, UG-635/U 2.35 3 
Adapter, Coaxial, C Female 

to N Male, UG-564/uU 4.85 3 
Adapter, Coaxial, N Male to 

N Male, UG-57B/U 3.12, 3 
Adapter, Coaxial, N Female 

to N Female, UG-29B/U 1.98 3 
Adapter, Coaxial, N Male to 

UHF Female, UG-146/U 176 3 
Plug, Coaxial, BNC, UG-88/U 1.40 6 
Cable, Jack BNC, UG-89/U 40 6 
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Effective: June 16, 1958 
Supersedes: November 8, 1957 
Revision: B 


EQUIPMENT LIST CC 


SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
ho 61111 Plug, Coaxial, "N", 

UG-536-A/U $ 1.47 6 $ 8.82 
43 61122 Cable, Jack, "N", 

INDUSTRIAL PRODUCTS CO. 

No. 35025 1.60 6 9.60 
kh 61123 Adapter, Coaxial, TNC 

Female to BNC Male, GENERAL 

RF FITTING, INC. No. 1363 2.20 3 6.60 
45 61124 Adapter, Coaxial, TNC Male 

to BNC Female, GENERAL RF 

FITTING, INC. No. 1362 2.20 3 6.60 
h6 61125 Plug, TNC, GENERAL RF FITTING, 

INC. No. 166 1.78 6 10.68 
47 61113 Plug, Type C, UG-628A/U 7-85 6 47.10 
48 11620 Cable, Adapter, Sub-Minax, to 

BNC, per R-W Dwg. No. 50240671 10.00 2 20.00 
ae) 11595 Cable, Module Extension, Receiver 

Test, per R-W Dwg. No. 50240670 20.00 1 20.00 
50 61129 Plug, Telephone, JAN Type PJ 055B, 

SWITCHCRAFT No. 4ho 1.75 3 525 
5 61130 Jack, Telephone, JAN Type JJ-034, 

No. C-11-JAX -60 3 1.80 
50 61128 Connector, Plug, Electrical, 

AMPHENOL No. 27-13 1.02 3 3.06 
53 11337 Headset, BRUSH ELECTRIC No. 200 12.90 2 25.80 
54 11623 Test Fixture, Programmer, 

Audio Boards, Per R-W Dwg. 

No. 50240674 450.00 a! 450.00 
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EQUIPMENT LIST CC 


SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


oy) 


56 


at 


58 
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65 


66 


MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
12206 Pliers, Truarc Retaining Ring, 

WALDES-KOHINOOR No. 0018 $ 170 a $ 1.70 
12208 Pliers, Truarc Retaining Ring, 

WALDES -KOHINOOR No. 2 1.65 1 1.65 
11622 Test Fixture, Programmer, 

Video Boards, per R-W Dwg. 

No. 50240673 450.00 1 450.00 
11621 Cable, Adapter, Pilot's 

Panel Indicator, per R-W 

Dwg. No. 50240672 25.00 1 25.00 
11529 Wrench, Adjusting, Lock-out 

Cam, per R-W Dwg. No. SK24-19-77 10.00 1 10.00 
11531 Cam Blank, Lock-out Receivers, 

Per R-W Dwg. No. SK24-16-99 2.00 6 12.00 
11532 Plate, Dummy, Receiver, Unit 

1A/1B, per R-W Dwg. No. Skeh-14-258 65.00 1 65.00 
11536 Plate, Dummy, Receiver - Units 3-7 

Per R-W Dwg. No. Sk24-19-74 85.00 2 170.00 
12207 Wrench, Spanner, AIRCRAFT RADIO 

CORP. No. 14871, or LORAC ELECTRONICS 

No. 53-1109, or STROMBERG-CARLSON 

No. 651265 2.34 2 4.68 
11537 Switch, Ground Control, per 

R-W Dwg. No. 50240676 55.00 1 55.00 
12281 Wattmeter, Microwave, Power, 

HEWLETT-PACKARD No. 430C Z GFE 
12282 Prove, Waveguide, Thermistor Mount, 

HEWLETT-PACKARD No. 477B with Thermistor 

H-P No. 477B-95A 110.00 1 110.00 
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EQUIPMENT LIST CC 
SPECIAL LIST OF EQUIPMENT (SLOE) FOR SYSTEM 4 


MP «ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT cost UNITS AMOUNT 
67 40266 ‘Tape, Test for System 4, per R-W 
. Specification No. 500340 $ 180.00 a. $ 180.00 


a ee 
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4.0266 


ADDITIONAL ITEMS 


FOR EQUIPMENT LIST CC 


SLOE FOR SYSTEM 4 


NOMENCLATURE 


Wattmeter, Microwave, Power, 
Hewlett-Packard No. 430C 


Probe, Waveguide, Thermistor 
Mount, Hewlett-Packard No. 
477B with Thermistor H-P No. 
L77B-95A 


Tape, Test for System 4, per 
R-W Specification No. 500340 


ESTIMATED 


UNIT COST 


$ 110.00 


180.00 


UNITS AMOUNT 
oe GFE 
1 $ 120.00 
1 180.00 
=]. 
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